


AMTRAK X996 


French built electric locomotive arrived in 
January 1977 for testing on Amtrak's elec- 
trified New York-Washington, D.C. corridor. 
The 7725 hp 146 ton unit is scheduled for 
six months testing in the U.S.A. X996 is 
shown at the electric mecca, Wilmington, 
DE, May 14, 1977. 
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